To:  Hull,  GeorgefHull. George@epa.gov] 

From:  Valentine,  Julia 

Sent:  Wed  8/1 9/2015  1 :42:44  AM 

Subject:  Re:  Update  Tonight 

Make  sure  to  call  Robert.  He  said  he  will  likely  fall  asleep. 

I suggest  calling  him  right  at  10,  when  his  shift  starts  and  then  go  from  there.  If  you  can't  get  ahold  of  him 
or  there  is  a problem,  call  me.  I'll  be  turning  off  the  sound  on  my  email  alerts,  but  the  phone  will  ring 
through  like  normal. 

Sent  from  USEPA  iPhone 

> On  Aug  18,  2015,  at  9:38  PM,  Hull,  George  <Hull.George@epa.gov>  wrote: 

> 

> I just  got  off  the  call  with  the  JIC.  We  are  expecting  to  send  out  an  update  on  the  Gold  King  Mine 
response  tonight.  Stay  tuned.  - George 

> 

> Sent  from  my  iPhone 
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